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in the year 2000 and is a family run business. 
We pride ourselves on quality and care on every 
product made and have a wide variety of 
buildings listed in this brochure to suit all needs, 
whether it's for storing or general everyday use. 
However, if you dont find what you are looking 
for, we can also look to manufacture a building 
to a customer's own requirements. 


All our products are manufactured using quality 
material and all staff are fully qualified in the 
making of garden buildings. 


All our buildings are pre-treated in a water based 
solution; however we recommend that you treat 
them again immediately after erection and 
yearly thereafter. As wood is a natural product 
some expansion and shrinkage can occur. This is 
not something we can prevent. 


We also use a polyester felt which is a better 
product than the standard shed felt; however, 
this does not guarantee we can prevent any 
damages due to adverse weather conditions. 


To ensure all products are fulfilling customers 
needs, we are constantly reviewing our models 
and prices and reserve the right to change 
specifications without notice. 


Please note: All sizes in this catalogue are approximate. 


Base preparation 


When buying any garden building, it is necessary to 
construct a base for your building to be erected onto. 
This does not need to be elaborate as long as it is level 
and firm. This can be done by: 


Slabbed Base 


If using concrete slabs then sand would need to be 
laid down first onto firm ground. The slabs would 
then need to be bedded into the sand making sure 
that they are laid level. 


al 


Floor Bearers 


These are tanalised treated timber of 3 x 3, which 
would be laid under the building in the opposite 
direction to the floor joist. This enables a building 
to be lifted off the ground so it is away from any 
surface water and allows air underneath your 
building. 
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On any apex and pent shed the quantity of windows 


would vary depending on door position and door size. 
Both apex and pent models can be supplied with 


no windows. 


Retreat 


Standard Features 


9 pane Georgian door 

- 9 pane Georgian opening window 
- 2 different door positions: ‘2’ & ‘4’ 

- Diagonal bracing 

- Mortice lock 

- Ribbed barge boards 

- | roof overhang on front 


Options Available 


2x2 framing 

Log lap cladding 

Acrylic safety or toughened glass 
Heavy duty floorboards 


Specification 
Sizes from: 
2.13m x 1.52m (7x5) up to 3.66m x 2.44m (12x8) 


Eaves height: 1930mm 
Ridge height: 2140mm 


Solar 


Standard Features 


- Joinery opening window with cill 
- Stable door 

1 roof overhang on front 

Ribbed barge boards 

Lock and key 

2 different door positions: ‘1 & ‘5’ 


Options Available 


Log lap cladding 

2x2 framing 

Heavy duty floorboards 

Acrylic safety or toughened glass ; 


Specification 
Sizes from: 
1.83m x 1.22m (6x4) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 1930mm 
Ridge height: 2140mm 
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Bramley Apex 


Standard Features 


¢ Fixed windows 
4/2 6: dOot 


Options Available 


- Stable door 
- Extra eaves height 
- Acrylic safety glass 
- 3 wide door 


- 4'or5' Double doors (dependent on size and door position) 


- Log lap cladding 


- Heavy duty floorboards 


Specification 


Sizes from: 


Lock and key 


Scalloped barge boards 
Leaded windows 
Opening windows 
Security options available 


Heavy duty framing 


- Toughened glass 


1.22m x 1.22m (4x4) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 
Ridge height: 4 


5 
6 
7 
8 


1680mm 
1980mm 
2045mm 
2155mm 
2215mm 
22/5mm 
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Rockingham Workshop 


Standard Features 
- 4' double doors 
- Lock and key 

Options Available 


- Log lap cladding 

- Security options 

- Heavy duty floorboards 
- Scalloped barge boards 
- Toughened glass 


Specification 


Sizes from: 


Increased eaves height 
Fixed windows 


Acrylic safety glass 
Heavy duty framing 
Opening windows 
Leaded windows 

5‘ Double doors 


2.44m x 1.83m (8x6) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 1870mm 
Ridge height: 6 2355mm 
7 = 2415mm 
8 2480mm 


Maltby Pent 


Standard Features 


- Fixed Windows Lock and key 
- 5different door positions + 2'6"door 


Options Available 
- 4'or5' Double doors (dependent on size and door position) 


- Log lap cladding - Security options 

- Heavy duty framing - Heavy duty floorboards 
- Stable door - Extra eaves height 

- Acrylic safety glass - Opening windows 

- Leaded windows - Toughened glass 


Specification 
Sizes from: 
1.22m x 1.22m (4x4) up to 3.66m x 2.44m (12x8) 


Eaves height: 1930mm 
Ridge height: 2140mm 
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Wentworth Apex and Pent 


Standard Features 


- Joinery opening window 
with cill 

- 5 different door positions 

- Diagonal braces 


Fully framed door 


Rim lock and key 


Options Available 


- Heavy duty framing - Heavy duty floorboards 
- 4’ or 5’ Double doors - Log lap cladding 

- Security options - Acrylic safety glass 

- Stable door - Extra eaves height 


Scalloped barge boards Leaded glass 


Specification 
Sizes from: 
1.22m x 1.22m (4x4) up to 3.05m x 1.83m (10x6) 


Apex eaves height: 1870mm 
Ridge height: 4 2180mm 


5) 2255mm 
6 2355mm 
T= 2415mm 
8° 2480mm 


Pent eaves height: 1930mm 
Pent ridge height: 2140mm 


Security Apex and Pent 


Standard Features 


- Security bolted hinges - Security padbolt protector 
- 2"x 2" fully framed door - Glazed security windows with cill 
- 5 different door positions + Diagonal braces 


Options Available 


- Scalloped barge boards - Log lap cladding 
- 4’or 5' double security doors »+ Heavy duty floorboards 
- Acrylic safety glass - Heavy duty framing 


Specification 
Sizes from: 
1.22m x 1.22m (4x4) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 1870mm 
Ridge height: 4 2180mm 


5 2255mm 
6° = =2355mm 
T= 2415mm 
8 2480mm 


Pent eaves height: 1930mm 
Pent ridge height: 2140mm 
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Mobility Apex and Pent 


Standard Features 


- 3 fully framed door - Security padbolt protector 

- Security hinges - Ramp 

- Glazed securitywindows == 5different door positions 
with cill 


- Diagonal braces 


Options Available 


- 4° or 5 Double doors - Log lap cladding 
- Heavy duty floorboards - Scalloped barge boards 
- Heavy duty framing - Acrylic safety glass 


Specification 


Sizes from: 
1.22m x 1.22m (4x4) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 1870mm Pent eaves height: 1930mm 


Ridge height: 4 2180mm Pent ridge height: 2140mm 
> «622558 
6 223amm 
7 = 2415mm 
8 


'  2480mm 


Heavy Duty Apex 


Standard Features 


- 50mm x 50mm framing throughout 


- Roof trusses - Joinery opening window with cill 


* Lock and key - 5 different door positions 


Options Available 


- Security options available 4’ or 5' double doors 
- Stable door - Acrylic safety glass 
- Log lap cladding 


Specification 


Sizes from: 
3.05m x 2.44m (10x8) up to 9.15m x 3.66m (30x12) 


Apex eaves height: 1900mm 
Ridge height: 8° 2495mm 
10° 2600mm 
12° 2695mm 
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Heavy Duty Pents 


Standard Features 


- 50mm x 50mm framing throughout 
- Roof trusses - Joinery opening window with cill 
- Lock and key 5 different door positions 


Options Available 


4' or 5‘ double doors 
Acrylic safety glass 


- Security options available 
- Stable door 
- Log lap cladding 


Specification 
Sizes from: 
3.05m x 2.44m (10x8) up to 9.15m x 3.66m (30x12) 


Pent eaves height: 1930mm 
Pent ridge height: = 2140mm 


Belton Apex and Pent 


Standard Features 


- 3 wide and 6' 3" high fully framed door 


- Door drip 
- Rim lock and key 
- Bolted hinges 


- Joinery window with cill - no opener 
- 5 different door positions 


Options Available 
- Heavy duty floor 
- Log lap cladding 
- Opening windows 


¢ 4’ or 5' double doors - Heavy duty felt 


- Toughened glass 


Specification 


Sizes from: 


1.83m x 1.22m (6x4) up to 3.66m x 2.44m (12x8) 


Apex eaves height: 
Ridge height: 
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- Heavy duty framing 
- Acrylic safety glass 
- Stable door 


- Extra eaves height 


1870mm Pent eaves height: 1930mm 
2180mm Pent ridge height: 2140mm 
2255mm 
2355mm 
2415mm 
2480mm 
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Potting Shed 


Standard Features 


- Perspex windows - Stable door 

- Small opening window to allow for ventilation 
- 2 different door positions + Lock and key 

- Potting bench 


Options Available 


- Log lap cladding * Security padbolt protector 
- Security hinges - Heavy duty floorboards 
»Heavy duty framing 


Specification 
Sizes from: 
1.83m x 1.83m (6x6) up to 3.05m x2.44m (10x8) 


Apex eaves height: 1930mm 
Ridge height: 2140mm 


Standard Features 


Roof trusses 
Lock and key 
T' double doors 


Options Available 

* Security options 

- Acrylic safety glass 
Specification 


Sizes from: 


Heavy Duty Garage 


50mm x 50mm framing throughout 
- Joinery opening windows with cill 


Various door positions 
Side door 


4' or 5' double doors 
Log lap cladding 


3.05m x 2.44m (10x8) up to 9.15m x 3.66m (30x12) 


Apex eaves height: 1900mm 
Ridge height: 8 2495mm 
10' 2600mm 
12°. 2695mm 


Pent eaves height: 1930mm 
Pent ridge height: 2140mm 


The Hobby 


Standard Features 


« 2'6' doors 
« 2 side fixed windows 


Options Available 


- Log lap cladding 

- Heavy duty floorboards 
- 4'or5 double doors 

- Scalloped barge boards 
- Toughened glass 


Specification 


Sizes from: 


ciate. nuance ee 


2 front fixed windows 
Lock and key 


Heavy duty framing 
Stable door 

2' 6" or 4 verandah 
Extra eaves height 


1.52m x 2.13m (5x7) up to 4.27m x 3.05m (14x10) 


Apex eaves height: 1680mm 
Ridge height: 7 2215mm 
8 =. 2275mm 
10° 2365mm 


Jeol Tidus & K. 


Tool Tidy 


Standard Features 

- Double doors 

- Lock and key 

Options Available 

- Log lap cladding 

- Heavy duty framing 

- Heavy duty floorboards 
Specification 

Sizes from: 

1.83m x 760mm (6'x2'6") 


Eaves height: 1650mm 
Ridge height: 1800mm 


Storage Box 


Standard Features 
¢ Double doors 
> Lock and key 
Options Available 


- Log lap cladding 
- Heavy duty framing 
* Heavy duty floorboards 


Specification 
Sizes from: 
1.52m x 610mm (5'x2’) 


Eaves height: 1200mm 
Ridge height: | 1370mm 


Standard Features 


» 26 door 
- Lock and key 
- Door available in various positions 


Options Available 


- Log lap cladding 
- Heavy duty framing 
- Heavy duty floorboards 


Specification 
Sizes: 
1.52m x 915mm (5x3) 


Eaves height: 1650mm 
Ridge height: 1800mm 
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Standard Features 


4' x 6' kennel with door and bob hole 
Bolted door on bob hole 

No floor in run to allow for easy cleaning 
Bolted mesh door on run 


Options Available 


- Log lap cladding 
- Heavy duty floorboards 
- Heavy duty framing 


Specification 
Sizes from: 
305m x 1.83m (10x6) 


Apex eaves height: 17/00mm 
Ridge height: 2240mm 


Standard Features 
¢ Bob hole 


Options Available 

- Log lap cladding 

- Heavy duty floorboards 
Specification 

Sizes from: 

1.22m x 915mm (4x3) 


Eaves height: 660mm 
Ridge height: 970mm 
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- Heavy duty framing 


915mm x 610mm (3x2) 


Eaves height: 
Ridge height: 


480mm 
740mm 
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Standard Features 
« 2'6" bolted door 


¢ Small mesh window to allow for ventilation 


Options Available 


- Log lap cladding 
- Heavy duty floorboards 


Specification 


Sizes from: 
1.52m x 1.22m (5x4) 
1.83m x 1.22m (6x4) 


Eaves height: 1525mm 
Ridge height: 1650mm 
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Heavy duty framing 


Stable door 


Kennel & Run 


Standard Features 


4' x 4 kennel with bolted door 

Bob hole for access to run 

No floor in run to allow for easy cleaning 
Mesh door on run for easy access 


Options Available 


Log lap cladding 

Heavy duty framing 

Heavy duty floorboards 

Choice of either 6, 8' or 10° run 

The run can be positioned on the other side of the kennel 
Stable door on 4 x 4 kennel 


Specification 


Sizes: 

3.05m x 1.22m (10x4) 
3.66m x 1.22m (12x4) 
4.27m x 1.22m (14x4) 


Eaves height: 1525mm 
Ridge height: 1650mm 


Double Kennel & Run 


Standard Features 


- Two 4 x 4' kennel with bolted door and bob hole 


for access to runs 


- Partition in between the run 
- No floor in run to allow for easy cleaning 


Options Available 


- Log lap cladding 
- Heavy duty framing 
- Heavy duty floorboards 


« Choice of either 6’, 8' or 10' run 
« Stable door on either 4' x 4' kennel 


Specification 

Sizes: 

4.27m x 1.22m (14'x4') 
4.88m x 1.22m (16'x4’) 
5.94m x 1.22m (18'x4') 


Eaves height:  1525mm 
Ridge height: 1650mm 
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Standard Features 


- Double Georgian opening doors 
* 2 Georgian opening windows 

- Antique hinges and handles 

* Mortise lock 


* Door drip 

Options Available 

- Log lap cladding - Heavy duty framing 

- Heavy duty floorboards - Fixed Georgian windows 


- Scalloped barge boards - Acrylic safety glass 
- Toughened glass 


Specification 


Sizes from: 

1.83m x 1.83m (6x6) 
2.13m x 2.13m (7x7) 
2.44m x 2.44m (8x8) 


Eaves height: 1940mm 
Ridge height: 2070mm 
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Standard Features Standard Features 

- Half boarded archtop doors + 2opening arched top windows - 2 leaded opening windows * Double doors 

- Antique hinges and handles ...*. Acrylic safety glass with cill - Antique hinges 
- Door drip - Rim lock and key - Door drip 
Options Available Options Available 


Heavy duty framing - Log lap cladding | eavy duty floorboards 
Scalloped barge boards on Hea uty framing | crylic safety glass 


- Log lap cladding 
- Heavy duty floorboards 


Specification 
Sizes from: 
1.83m x 1.83m (6x6) Eaves height: 
2.13m x 2.13m (7x7) Ridge heig 
2.44m x 2.44m (8x8) 


Eaves height: 1940mm 
Ridge height: 2070mm 


Standard Features 


- Georgian double opening doors 
- 2 fixed Georgian windows 

- 2 opening Georgian windows 

- Scalloped barge boards 

- Antique handles and hinges 

- Mortise lock 

- Door drip 


Options Available 


- 2'6° or 4 verandah 

- Log lap cladding 

- Heavy duty floorboards 
- Window boxes 


16" returns 

Heavy duty framing 
Acrylic safety glass 
Toughened glass 


Specification 


Sizes from: 
1.52m x 3.05m (5x10) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 10° 2575mm 
12°. 2660mm 
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Standard Features 


- Double opening Georgian doors 
* Georgian bay window 

- 2 Georgian opening windows 

- Side wings 

- Roof overhang 

- Antique hinges and handles 

- Mortise lock 

- Scalloped barge boards 


- Door drip 

Options Available 

- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - Window boxes 

- Acrylic safety glass - Toughened glass 


Specification 


Sizes from: 
1.52m x 3.05m (5x10) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 10° 2575mm 
12’ 2660mm 
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Standard Features 


- Georgian double opening doors 
- 2 side opening windows 

- Scalloped barge boards 

- Antique handles and hinges 

- Mortise lock 

- 2 front fixed windows 

- Door drip 


Options Available 


- 2'6' or 4’ verandah 

- Log lap cladding 

- Heavy duty floorboards 
- Window boxes 


16" returns 

Heavy duty framing 
Acrylic safety glass 
Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 8 2495mm 
10° 2575mm 
12° 2660mm 


Standard Features 


- Fully glazed Georgian door 

- 2 Georgian opening windows 
- Antique hinges and handles 
- Scalloped barge boards 

- Roof overhang 

- Door drip 


Options Available 


- 26° or 4 verandah 

- Log lap cladding 

- Heavy duty floorboards 
- Acrylic safety glass 


16" returns 

Heavy duty framing 
Window boxes 
Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 8 2495mm 
10°) 2575mm 
12’. 2660mm 


Standard Features 


- Fully framed door 

- Rim lock and key 

- 2 Georgian opening windows 
- Scalloped barge boards 

- Antique hinges 

- Roof overhang 

- Side wings 


- Door drip 

Options Available 

- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - Acrylic safety glass 


- Window boxes - Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 8 2495mm 
10°) 2575mm 
12, 2660mm 


Standard Features 


- Georgian double opening doors 
- 2 side opening windows 

- Scalloped barge boards 

- Antique handles and hinges 

- Mortise lock 

- 2 front fixed windows 

> Roof overhang 

- Side wings 


- Door drip 

Options Available 

- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - Acrylic safety glass 
- Window boxes - Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 8 2495mm 
10°) 2575mm 
12’ 2660mm 


Standard Features 


- Scalloped barge boards 

- Double half glazed arch top doors 
- Antique handles and hinges 

- Mortise lock 

- Arched top windows 

- Acrylic safety glass 

- Door drip 


Options Available 


* Log lap cladding - Heavy duty framing 
* Heavy duty floorboards - 2’ verandah 
- Window boxes 


Specification 


Sizes from: 
1.52m x 2.13m (5x7) up to 2.13m x 2.13m (7x7) 


Apex eaves height: 1870mm 
Ridge height: 7 2415mm 


Standard Features 


- Half glazed Georgian door 

* Georgian bay window 

* 2 Georgian opening windows 
- Antique hinges and handles 
- Mortise lock 

- Scalloped barge boards 


- Door drip 

Options Available 

- 2.6 or 4 verandah - 16° returns 

- Log lap cladding - Heavy duty framing 
+ Heavy duty floorboards - Window boxes 

* Acrylic safety glass - Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 

Ridge height: 8 2495mm 
10°) 2575mm 
12’. 2660mm 
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Standard Features 


Half glazed Georgian door 
2 side opening windows 

2 fixed front windows 

Roof overhang 

Scalloped barge boards 
Antique hinges and handle 
Mortise lock 

Door drip 


Options Available 


2' 6" or 4 verandah 

Log lap cladding 

Heavy duty floorboards 
Acrylic safety glass 


16" returns 

Heavy duty framing 
Window boxes 
Toughened glass 


Specification 


Sizes from: 
1.52m x 2.44m (5x8) up to 4.27m x 3.66m (14x12) 


Apex eaves height: 1870mm 
Ridge height: 8 2495mm 


10° 2575mm 
12° 2660mm 


Standard Features 


« Stable door 

- 2 front fixed windows 

- 2side fixed windows 

- Scalloped barge boards 
- Lock and key 

- Leaded windows 


Options Available 


- 2'6" or 4 verandah - Log lap cladding 
- Heavy duty framing - Heavy duty floorboards 
- Extra eaves height - Toughened glass 


Specification 


Sizes from: 
1.52m x 2.13m (5x7) up to 4.27m x 3.50m (14x10) 


Apex eaves height: 1680mm 
Ridge height: 7 2215mm 
8° =. 2275mm 
10° 2365mm 
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Standard Features 


- Two storey playhouse 

- Single and double door to give access to both 
playden and garage 

- Window boxes 

- Safety glass 

- Upstairs bunk and ladder 

- Antique hinges and handle 

- Scalloped barge boards 

- Safety features 

- Window shutter 

- Roof overhang 


Options Available 


- Log lap cladding 
- Heavy duty framing 
- Heavy duty floorboards 


Specification 
Sizes from: 
1.52m x 3.05m (5x10) up to 1.83m x 3.05m (6x10) 


Apex eaves height: 1525mm to 1930mm 
Ridge height: 2580mm 
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Standard Features 


- Two storey playhouse 

- Stable door 

- Upstairs bunk and ladder 
- Antique hinges 

- Scalloped barge boards 

- Window boxes 

- Window shutters 

- Safety features 

- Roof overhang 


Options Available 
- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - 2’ verandah 
Specification 
Sizes from: 
1.52m x 2.13m (5x7) up to 2.44m x 2.44m (8x8) 
Apex eaves height: 1525mm to 1930mm 
Ridge height: 6' 2300mm 
7 2350mm 
8° =2400mm 
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Standard Features 


- Scalloped barge boards 
- Window boxes 

- Safety features 

- Antique hinges 

- Roof overhang 


Options Available 


- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - 2’ verandah 
- Window shutters - Stable door 


Specification 


Sizes from: 
1.52m x 2.13m (5x7) 
2.13m x 2.13m (7x7) 


Apex eaves height: 1300mm 
Ridge height: 1835mm 


Standard Features 


- Scalloped barge boards 
> Antique hinges 

- Safety features 

- Window boxes 

- Roof overhang 


Options Available 


- Log lap cladding - Heavy duty framing 
- Heavy duty floorboards - 2’ verandah 
- Window shutters - Stable door 


Specification 


Sizes from: 
1.22m x 1.83m (4x6) up to 1.83m x 2.44m (6x8) 


Apex eaves height: 1390mm 
Ridge height: 6 1995mm 
8 = =2195mm 
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Standard Features 


> 9 pane effect window 
- Safety features 


Options Available 


Log lap cladding Heavy duty framing 


- Heavy duty floorboards * 2 verandah 
- Window boxes - Window shutters 
- Stable door - Scalloped barge boards 


Specification 


Sizes from: 
915mm x 1.52m (3x5) up to 2.44m x 1.83m (8x6) 


Apex eaves height: 1300mm 
Ridge height: 5° 1780mm 
6 1870mm 


Playhouse (6'x6' 


Playhouse (3x5 
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Standard Features 


- Slatted or fully boarded 

- Shelf or partition (not both) 
- Can slope any way - back to front or front to back 
Options Available 


- Heavy duty floor 
- Heavy duty felt 
- Log lap cladding 
Specification 

Size: 

1.52m x 760mm (5 x 2'6) or 1.83m x 760mm (6 x 2'6) 


Eaves height: 1650mm 
Ridge height: 1800mm 


Standard Features 


« Raised enclosure with floor and door and bob hole 
- Ramp into enclosure 
¢« Mesh run with no floor 


Options Available 


- Log lap cladding 
- Heavy duty framing 
- Heavy duty felt 


Specification 
Size: 
1.83m x 1.22m (6x4) 


Apex eaves height: 1680mm 
Ridge height: 1980mm 
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